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CUTTERS AND MILLING ARBORS WITH 
TENON DRIVE 





'The tolerance on d is not applicable to gear hobs. 

t* =* Maximum permissible deviation between the axial plane of the tenon and the axis of arbor of diameter d. 


Conforms fully to SOfK 240-1969 


Adopted 22 October 1971 
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AMENDMENT NO. 1 APRIL 1994 
TO 

IS £310:1971 DIMENSIONS FOR 
INTERCHANGEABILITY OF MILLING CUTTERS AND 
MILLING ARBORS WITH TENON DRIVE 

( Clause 2, liy. ) Replace flu* existing symbol for Synunetry as follows: 
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